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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 216736 POSS DUPE 
ORIGIN COME-OO 

INFO OCT-01 ISO-OO ARA-14 DODE-OO EB-08 NSAE-00 ICA-20 
TRSE-00 SOE-02 DOE- 15 CIAE-00 /060 R 

DRAFTED BY COM/OEA/CD/RLROGERS/KN 
APPROVED BY EB/ITP/EWT: PHB LAKEB URN 
COMMERCE/OEA/JLUCCIOLA 

112410 260842Z/21 

R 25 1903Z AUG 78 
FM SECSTATE WASHDC 
TO AMEMBASSY SANTIAGO 

UNCLAS STATE 216736 

EXCON 

E.O. 11652: N/A 
TAGS: ESTC, Cl 

SUBJECT: REQUEST FOR A P.L. EXPORT TRANSACTION CHECK 

REF: REFERENCE MANUAL ON ECONOMIC DEFENSE - PART 413 

HEWLETT PACKARD CO., PARAMUS, N.J. HAS SUBMITTED A REEXPORT 
APPLICATION (DIB-699P) TO THE OFFICE OF EXPORT ADMINI- 
STRATION (OEA) CASE A324470, REQUESTING PERMISSION TO RE- 
EXPORT FROM HEWLETT PACKARD LTD., KING ST. LANE, WINNERSH. 
WOKINGHAM, BERKSHIRE RG1 1 5 AR, ENGLAND TO N.D.G. (NORBERT 
DAVID GEORGE) CASILLA, 617 TALCAHUANO, CHILE COVERING ONE 
5360A COMPUTING COUNTER, DOLLARS 1 1,000.00, CCL 1529. ONE 
5379A TIME INTERVAL PLUG-IN, DOLLARS 1 ,500.00, CCL 1529. 

TOTAL VALUE: 12,500.00 DOLLARS. THE INDICATED END USE IS 
TO BE USED FOR TEACHING AID, SETTING UP SMALL LAB. ON SHIP. 

THE EMBASSY IS REQUESTED TO CONFIRM THAT N.D.G. IS A RELIA- 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 216736 POSS DUPE 

BLE RECIPIENT OF SENSITIVE U.S. EQUIPMENT, CONFIRM THE IN- 
DICATED END USE OF THESE COMMODITIES AND SUBMIT A RECOMMEN- 
DATION CONCERNING ISSUANCE OF THE EXPORT LICENSE. CHRISTOPHER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EXPORT LICENSES, TRANSACTION CHECKS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE216736 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OEA/CD/RLROGERS/KN 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780349-0984 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780822/aaaaasgu.tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 804b755b-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1617607 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR A P.L. EXPORT TRANSACTION CHECK 
TAGS: ESTC, Cl, HEWLETT PACKARD CO 
To: SANTIAGO 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/804b755b-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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